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Now reads in part 


clearing bath, treated 3 

5 min in running 

sulfide is 

(1921) 

(marked 10/kv) 

+'>K + 

Here is a 

value I a proportional 

GURE 1 

a=b=\ 

Pu{a,b)= 

p dp 

S 2 

(See figure 8) 


Should read 


clearing bath, fixed 3 min. 
treated 3 

5 min in the amidol 
developer, washed 
15 min in running 

snlfided is 

(1912) 

(marked 10/kv) 

Here, e is a 

value Is proportional 

FIGURE 1. 


p u (a,b) = 


j; 


dft 


((P+i)i-i+i( a 2 + p+i)i+? 


(See figure 9) 


